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Comparison Chart 

Omni cigarettes are available initially in five packings: Full Flavor Kings, Lights Kings, Full Flavor 
100's, Lights 100's, and Ultra Lights 100's. Compare them below. (We will, by the way, be 
introducing Omni Menthol products in 2002.) 
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Kings 

Light* Kingt 

JOO’t 

Light* loci 

Ultra Light* 100'* 

Strength: 

Full Flavor 

Lights 

Full Flavor 

Lights 

Ultra Lights 

Size: 

85 mm 

85 mm 

100 mm 

100 mm 

100 mm 

Filter: 

Yes 

Yes 

Yes 

Yes 

Yes 

Tar: 

15 mg 

12 mg 

15 mg 

12 mg 

6 mg 

Nicotine: 

1.0 mg 

.8 mg 

1.0 mg 

.8 mg 

.5 mg 
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SURGEON GENERAL'S WARNING: Smelling 
Causes Lung Cancer, Heart Oisaasa, 
Emphysema, And May CorapScaie Pregnancy. 


WWMN£ Snddhg a addfcWe and danjacto to your IbsWi 
Reducfcwh cwmtgans tFSMfei nkawrire*; Kid catechols) 
have NOT teen(Knw»n^hasafwci|prct&'nie pratoct 
pro&cesta; eaten monoide, and oter hannUltrtrttteK. 


http://www.omnidgs.CMn/prodCompChart.asp 


Source: https://www.industrydocuments.ucsf.edu/docs/grgk0001 








